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Title  33— NAVIGATION  AND 
NAVIGABLE  WATERS 

Chapter  I — Coast  Guard,  Department 
of  Tronsportation 

[COD  71-7aR] 

PART  110— ANCHORAGE 
REGULATIONS 

Los  Angeles  and  Long  Beach  Harbors, 
Calif. 

This  smaendment  to  the  anchorage  reg¬ 
ulations  establishes  a  nonanchorage  area 
at  the  mouth  of  the  entrance  to  Alamitos 
Bay,  Long  Beach,  Calif.  This  non- 
anchoragt.  area  is  considered  essential  to 
maritime  safety  due  to  the  large  amount 
of  small  vessel  traffic  at  this  location  and 
the  interference  with  safe  navigation  im¬ 
posed  by  vessels  anchored  or  moored  in 
close  proximity  to  the  channel  entrance. 

This  amendment  is  based  on  a  notice 
of  proposed  rule  making  published  in 
the  Wednesday,  July  14,  1971,  issue  of 
the  Federal  Register  (36  F.R.  13100)  and 
Public  Notice  11-6,  issued  by  the  Com¬ 
mander,  Eleventh  Coast  Guard  District 
on  April  6, 1971. 

All  comments  received  were  in  favor 
of  the  establishment  of  the  nonanchorage 
area. 

In  consideration  of  the  foregoing, 
8  110.214(a)  is  amended  by  adding  a  new 
subparagraph  (13)  to  read  as  follows: 

§  110.214  Los  Angeles  and  Long  Beach 
Harbors,  Calif. 

(a)  •  *  • 

(13)  Nonanchorage  Area  I,  Mouth  of 
Entrance  Channel  to  Alamitos  Bay 
(Long  Beach,  Calif.).  Nonanchorage 
Area  I  is  a  semicircle  with  a  500-yard 
radius  that  is  centered  at  mid-channel 
on  a  line  that  extends  between  Alamitos 
Bay  Jetty  Lights  1  and  2  and  which 
extends  seaward  from  that  line. 

(i)  No  vessel  may  anchor  or  moor  in 
this  nonanchorage  area  or  outside  this 
nonanchorage  area  in  such  a  manner 
that  any  portion  of  the  vessel  extends 
into  this  nonanchorage  area. 

(ii)  This  section  is. enforced  by  the 
Captain  of  the  Port,  Long  Beach, 
California. 

•  •  •  •  • 

(Sec.  7,  38  Stat.  1053,  as  amended,  sec. 
6(g)(1)(A),  80  Stat.  937;  33  U.S.C.  471,  49 
U.S.C.  1665(g)(1)(A):  49  CFA  1.46(c)(1) 
(36FJt.  19160)) 

Effective  date.  This  amendment  shall 
become  effective  cm  July  1, 1972. 

Dated:  May  24, 1972. 

W.  M.  Benkert, 

Rear  Admiral.  U.S.  Coast 
Guard,  Chief,  Office  of 
Marine  Environment  and 
Systems. 

[FB  Doc.72-8064  FUed  6-30-72:8:46  am] 


Title  41— PUBLIC  CONTRACTS 
AND  PROPERTY  MANAGEMENT 

Chapter  12B— Coast  Guard, 
Department  of  Transportation 
[CGD  72-77BI 

REVOCATION  OF  CHAPTER 

The  purpose  of  this  amendment  is  to 
revoke  Chapter’  12B  of  Title  41,  Code  of 
Federal  Regulations,  to  conform  to  the 
Department  of  Transportation’s  revised 
procurement  regulations  which  were 
published  in  the  March  4,  1972  issue  of 
the  Federal  Register  (37  F.R.  4802). 

It  is  required  in  the  revised  41  CFR 
12-1 .008(g)  that  all  regulations  having 
an  impact  on  the  public  or  establishing 
procurement  policy  be  published  in 
Chapter  12  of  Title  41,  Code  of  Federal 
Regulations.  This  requires  all  such  im¬ 
plementing  and  supplementing  require¬ 
ments  peculiar  to  the  Coast  Guard’s  pro- 
curemrat  of  supplies  and  services  to  be 
recodified  from  Chapter  12B  to  Chapter 
12. 

The  Department  of  Transportation’s 
revised  regulations  become  effective  on 
June  2,  1972.  As  a  first  step  in  compli¬ 
ance  with  41  CFR  12-1.008(g),  this  doc¬ 
ument  revokes  Chapter  12B.  Subsequent 
documents  will  codify  in  Chapter  12  of 
Title  41,  Code  of  Federal  Regulations 
implementing  and  supplementary  regu¬ 
lations  that  are  peculiar  to  Coast  Guard 
procurement  activities  and  that  have  an 
impact  on  the  public. 

Since  this  amendment  relates  to  pub¬ 
lic  contracts,  it  is  exempted  from  notice 
of  proposed  rule  making  and  may  be 
made  effective  in  less  than  30  days. 

In  consideration  of  the  foregoing. 
Title  41  of  the  Code  of  Federal  Regula¬ 
tions  is  amended  as  follows: 

1.  By  revoking  Chapter  12  B. 

(Sec.  633,  63  Stat.  645,  sec.  2301-2314,  70A 
Stat.  127-133,  as  amended,  sec.  6(b)(1),  80 
Stat.  037;  14  U.S.C.  633,  10  U.S.C.  2301-2314, 
49  U.S.C.  1666(b)(1);  49  CFR  12-1.008) 

Effective  date.  This  amendment  shall 
become  effective  on  May  31,  1972. 

Dated:  May  24,  1972. 

C.  R.  Bender, 

Admiral,  U.S.  Coast  Guard, 
Commandant. 

[FR  Doc.72-8063  FUed  6-30-72;8:46  am] 

Title  46— SHIPPING 

Chapter  I — Coast  Guard, 
Department  of  Transportation 

SUBCHAPTER  B — MERCHANT  MARINE  OFFICERS 
AND  SEAMEN 
(CXID  72-81R] 

PART  12— CERTIFICATION  OF 
SEAMEN 

General  Requirements  for 
Certification 

The  purpose  of  these  amendments  to 
the  merchant  marine  officers  and  seamen 
regulations  is  to: 


(1)  Require  an  applicant  for  a  mer¬ 
chant  mariner’s  document  to  impress  his 
thumbprint  and  sign  the  document  at 
the  time  he  makes  application; 

(2)  Use  the  seaman’s  social  security 
number  as  his  official  identification  num¬ 
ber  for  record  purposes;  and 

(3)  Describe  current  Coast  Guard 
practices. 

These  amendments  were  proposed  in  a 
notice  of  proposed  rule  making  (CGFR 
72-25)  published  in  the  Federal  Reg¬ 
ister  on  February  12, 1972  (37  F.R.  3190) . 

That  notice  fully  described  the  present 
requirements  and  the  reasons  for  the 
amendments.  Interested  persons  were 
given  an  opportunity  to  participate  in  the 
rule  making  procedure.  No  comments 
were  received  on  the  proposal.  The 
amendment  is  adopted  as  proposed. 

In  consideration  of  the  foregoing.  Sub¬ 
part  12.02  of  Title  46,  Code  of  Federal 
Regulations  is  amenaed  as  follows: 

1.  By  amending  §  12.02-17  (a)  by  strik¬ 
ing  the  words  “any  person  for  a  cer¬ 
tificate  of  service  or  efficiency,  or’’  and  in¬ 
serting  the  words  “a  person  for  a’’  in 
place  thereof. 

2.  By  revising  §  12.02-17  (c)  and  (d) 
and  revoking  (e)  to  read  as  follows: 

§  12.02—17  Rules  for  the  preparation 
and  issuance  of  documents. 

*  •  •  •  • 

(c)  When  a  seaman  applies  for  a 
merchant  mariner’s  document,  he  must — 

(1^  Sign  the  document;  and 

(2)  Impress  his  left  thumbprint  on  the 
document;  or 

‘  (3)  Impress  his  right  thumbprint  on 
the  document  if  his  left  thumb  is  missing. 

(d)  A  seaman’s  social  security  number 
is  placed  on  his  document  and  is  his  offi¬ 
cial  identification  number  for  record 
purposes. 

(e)  [Revoked] 

•  *  •  •  * 

§  12.02—23  [Amended] 

3.  By  amending  §  12.02-23  (a)  tiy 
striking  in  the  first  sentence  the  follow¬ 
ing  words — 

a.  “certificate  of  identification,  or’’; 
and 

b.  “representing  a  certificate  of  iden¬ 
tification’’. 

4.  By  amending  8  12.02-23(b)  by — 

a.  Striking  the  words  “representing  a 
certificate  of  identification’’; 

b.  Striking  the  words  “or  a  duplicate” 
and  inserting  the  words,  “should  he  want 
one”  in  place  thereof;  and 

c.  Striking  “1.25-65”,  and  inserting 
“1.25-40”  in  place  thereof. 

5.  By  amending  §  12.02-23  by  revising 
paragraphs  (d)  and  (e)  to  read  as 
follows: 

(d)  Each  person  issued  a  document 
describe  in  8  12.02-5,  shall  report  to  an 
Officer  in  Charge,  Marine  Inspection,  its 
loss. 

(e)  If  a  seaman’s  document  or  serv¬ 
ice  record  is  missing,  he  may  obtain  a 
duplicate  by  following  the  procedures 
in  paragraph  (c)  of  this  section  and 
by— 
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(1)  Signing  an  aHidavit  before  the  Of¬ 
ficer  In  Charge.  Marine  Inspection,  or 
his  designated  representative,  that  ex¬ 
plains  the  loss  of  his  dociiment  or  serv¬ 
ice  record;  and 

(2)  Submitting  at  least  two  photo¬ 
graphs  for  each  duplicate  document. 

6.  By  Ammdlng  $  12.02-23 (f)  by  strik¬ 
ing  the  following  words: 

a.  “of  a  certificate  of  service,  certifi¬ 
cate  of  efBciency,  certificate  of  identifi¬ 
cation,  continuous  discharge  book,  or”; 
and 

b.  “with  respect  to  proof  that  he  is 
lawfully  admitted  to  the  United  States 
for  permanent  residence”. 

(R.S.  4405,  amended,  BR.  4462,  as  amended, 
sec.  6(b)  (1),  80  Stat.  937;  46  U.S.C.  376,  416, 
49  U.8.C.  16S5(b)  (1) ;  49  CFB  1.46(b) ) 

Effective  date.  These  regulations  shall 
become  effective  on  June  30,  1972. 

Dated:  May  24, 1972. 

C.  R.  Bender, 

Admiral,  US.  Coast  Guard 
Commandant. 

(FR  Doc.72-8062  PUed  5-30-72;8:45  am] 


SUBCHAPTER  Q— SPECIFICATIONS 
[COD  72-90R] 

PART  160— 4.IFESAVING  EQUIPMENT, 
BUOYANT  VESTS,  KAPOK  OR  FI¬ 
BROUS  GLASS,  ADULT  AND  CHILD, 
FOR  MOTORBOATS  OF  CLASSES  A, 
1,  OR  2  NOT  CARRYING  PASSEN¬ 
GERS  FOR  HIRE 

Applicable  Specifications  and  Plans 

The  purpose  of  these  amendments  to 
the  specification  regulations  is  to  change 
the  inspection  procedures  for  buoyant 
vests  made  of  kapok  or  fibrous  glass, 
unicellular  plastic  foam,  and  polyethyl¬ 
ene  foam. 

These  amendments  were  proposed  in 
a  notice  of  proposed  rule  making  pub¬ 
lished  in  the  Federal  Register  of  Feb¬ 
ruary  28,  1970  (35  F Jl.  3916) ,  and  in  the 
Merchant  Marine  Council  Public  Hear¬ 
ing  Agenda  (CG-249)  dated  March  30, 
1970.  The  pn^iosed  amendments  in  this 
document  were  identified  as  Item  PH 
7c-70.  A  public  hearing  was  held  on 
March  30,  1970,  in  Washington,  D.C.,  on 
the  amendments  proposed  in  the  notice. 
Interested  persons  were  given  the  op¬ 
portunity  to  submit  written  comments 
both  before  and  at  the  public  hearing 
and  to  make  oral  comments  c(mcemlng 
all  the  proposed  amendmoits  at  the 
public  hearing. 

Item  PH  7c-70  proposed  changes  in 
the  inspection  procedure  for  certain  life¬ 
saving  devices.  The  devices  involved  in 
the  proposal,  with  the  appropriate  sub¬ 
part,  are  as  follows: 


Device:  Subpart 

laf*  preserver,  kapok _  180.002 

Life  preserver,  fibrous  glass _  160. 006 

Ring  life  buoy,  ocvk  or  bales _  160.009 

Buoyant  vest,  kapok  at  fibrous 

glass -  160.047 

Buoyant  cushion,  kapok  or  fibrous 

glass  — .  160.048 

Buoyant  cushion,  imlcellular  plas¬ 
tic  foam -  160. 049 

Ring  life  buoy,  unicellular  plastic 

foam  -  160.050 

Buoyant  vest,  unicellular  plastic 

foam  . .  160.052 

Work  vest _  160. 058 

Life  preserver.  unicelliUar  plastic 

foam  - 160.065 

Buoyant  vest,  polyethylene  foam.  160.060 


Item  PH  7c-70  proposed  that  these  11 
devices,  when  listed  and  labeled  by  a 
recognized  laboratory,  be  accepted  as 
approved  for  use  on  vessels  in  accordance 
with  applicable  requirements.  The  pro¬ 
posal  generated  considerable  comment 
from  the  public.  In  the  main,  the  com¬ 
ments  favored  the  retention  of  the  pres¬ 
ent  program  of  the  Coast  Guard  for 
inspection  of  the  devices.  After  consider¬ 
ing  all  the  comments,  the  Coast  Guard 
concluded  that  the  proposal  should  be 
approved  as  to  only  certain  of  the  life¬ 
saving  devices,  and  that  the  program 
should  phase  in  during  an  indeterminate 
period  of  time.  The  delay  in  implement¬ 
ing  the  program  would  permit  the  Coast 
Guard  to  supervise  the  work  of  recog¬ 
nized  laboratories  and.  if  necessary,  re¬ 
sume  in^section  in  the  event  the  new 
program  did  not  function  as  required. 
This  delay  would  permit  a  laboratory 
to  gradually  acquire  the  necessary  ex¬ 
perience  and  to  develop  its  organization 
to  cope  with  the  workload  requirements. 

The  proposed  changes  to  Subparts 
160.047,  160.048,  160.049,  160.052,  160.053, 
and  160.060  were  the  specifications  ap¬ 
proved  for  the  program;  however,  only 
the  proposed  changes  to  Subparts 
160.048  and  160.049  were  adopted  when 
the  rule  was  promulgated  in  the  Decem¬ 
ber  30,  1970  issue  of  the  Federal  Reg¬ 
ister  (35  F.R.  19902) .  In  the  preamble  to 
the  document,  it  was  explained  that  the 
changes  to  Subparts  160.047,  160.052, 
160.053,  and  160.060  would  be  adopted  at 
a  time  or  times  in  the  future  depending 
on  the  experience  gained  from  the  initial 
program. 

The  amendments  in  this  document 
contain  the  changes  to  Subparts  160.047, 
160.052,  and  160.060.  Only  minor  editorial 
changes  were  made  to  the  proposal  to 
facilitate  reader’s  understanding.  Sub¬ 
part  160.053  will  be  adopted  at  a  future 
date. 

The  amendments  in  this  document 
allow  the  manufacturer  of  buoyant  vests 
having  an  approval  number  issued  prior 
to  June  25,  1972,  to  continue  to  manu¬ 
facture  the  devices  under  the  terms  of 
the  approval  until  November  1, 1972,  and 
they  designate  Underwriters’  Labora¬ 
tories,  Inc.,  Marine  Department,  Tampa 
East  Industrial  Park,  2602  Tampa  East 
Boulevard,  Tampa,  FL  33619  as  a  recog¬ 
nized  laboratory.  The  also  contain 
specifications  for  material  and  marking 
requirements  for  inspections  and  tests, 
and  procedures  for  listing  and  labeling 
an  approved  device. 


The  Coast  Guard  received  17  written 
comments  on  the  proposed  changes  to 
Subpart  160.047,  160.052,  and  160.060. 
Only  one  commenter  expressed  general 
agreonent  with  the  proposal.  The  rest 
of  the  commenters  opposed  the  proposal 
for  one  or  more  of  Uie  following 
reasons; 

1.  The  pitKxieed  designated  recognized 
laboratory  Is  not  located  close  enough 
to  most  of  the  manufacturers  of  buoyant 
devices. 

2.  The  charges  for  the  service  of  listing 
and  labeling  by  a  recc^nized  laboratory 
will  be  expensive. 

3.  ’Ihe  Coast  Guard  will  save  no  mcmey 
nor  eliminate  present  facilities  through 
the  establishment  of  the  pnqpoeed 
program. 

4.  The  proposed  sample  and  inspec¬ 
tion  requirements  would  requii-e  the  as¬ 
signment  of  an  inspector  at  the  place  of 
manufacture  of  the  buoyant  devices  on 
a  full-time  basis. 

5.  The  proposed  sample  and  testing 
requirements  will  require  the  manufac¬ 
turer  to  maintain  many  additional  sets  of 
testing  apparatus  and  records  than  is 
presently  required. 

6.  The  approval  of  private  label 
buoyant  devices  that  are  manufactured 
by  a  manufacturer  that  already  had  the 
devices  listed  and  labeled  will  result  in 
much  confusion. 

7.  ’The  proposed  lot  size  for  sampling 
is  too  small. 

8.  ’The  proposal  would  permit  a  Coast 
Guard  approval  to  be  placed  on  a  device 
that  has  not  been  subjected  to  a  Coast 
Guard  Inspection  and  that  has  been  taken 
from  a  sample  selected  by  the  manufac¬ 
turer. 

The  Coast  Guard  found  no  merit  in 
any  of  the  contentions  for  the  reasons 
discussed  in  the  same  order  as  the  con¬ 
tentions  were  presented  above. 

1.  It  is  true  that  the  designated  rec¬ 
ognized  laboratory  has  only  one  engi¬ 
neering  officer;  however,  the  inspection  is 
done  by  more  than  500  inspectors  sta¬ 
tioned  throughout  the  country. 

2.  In  the  past,  the  Coast  Guard  has 
not  charged  for  the  inspection  of  buoyant 
devices  despite  the  heavy  costs  in  ex¬ 
pended  man-hours.  However,  Congress 
has  required  in  the  Independent  Offices 
Appropriaticm  Act,  1952  (sec.  501, 65  Stat. 
290,  31  UB.C.  483a),  that  such  serrices 
be  self-sustaining  to  the  fullest  extent 
possible,  and  the  Coast  Guard  would  soon 
have  to  charge  for  the  service.  The 
charges  by  a  recognized  laboratory  will 
be  supervised  by  the  Coast  Guard  and 
will  be  the  same  for  each  manufacturer 
for  similar  services.  The  charges  will  not 
exceed  the  administrative  expense  of  the 
recognized  laboratory,  which  is  the  basis 
for  any  charge  by  the  Coast  Guard. 

3.  By  relieving  Coast  Guard  personnel 
from  the  duties  of  inspection  and  test¬ 
ing  of  the  devices,  they  can  then  devote ' 
such  time  to  developing  and  testing  new 
devices  and  materials,  to  formulating 
new  standards  and  test  procMlures,  and 
to  developing  and  evaluating  statistical 
studies  that  involve  the  performance  of 
approved  buoyant  devices.  Therefore, 
the  savings  to  the  Coast  Guard  will  be 
in  the  utilization  of  man-hours. 
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4.  Inspectors  will  not  have  to  be  sta¬ 
tioned  at  the  place  of  manufacture  on  a 
full-time  basis  but  will  conduct  inspec¬ 
tions  and  tests  on  a  routine  basis.  The 
designated,  recognized  laboratory  sched¬ 
ules  visits  of  an  inspector  on  the  basis 
of  one  per  6,000  units. 

5.  There  should  be  no  need  for  a  man¬ 
ufacturer  to  acquire  additional  testing 
apparatus  or  be  involved  in  additional 
recordkeeping  since  the  insp>ection  and 
testing  procedures  have  not  been 
changed. 

6.  Each  buoyant  device  that  a  manu¬ 
facturer  wants  to  be  listed  and  labeled 
must  have  an  approval  niunber.  The 
commercial  enterprise  that  gets  an  ap¬ 
proved  device  and  afiSxes  a  private  label 
to  it  must  have  the  device  listed  and 
labeled  with  its  own  approval  niunber. 
This  requirement  remains  unchanged. 

7.  The  lot  sizes  for  the  random  sam¬ 
ples  required  in  Subparts  160.047, 160.052, 
and  160.060  are  based  on  a  statistical 
quality  control  plan.  The  normal  ciu^e 
of  distribution  in  the  plan  is  one  that 
the  Coast  Guard  uses  for  all  random 
sampling.  Therefore,  the  plan  cannot  be 
mo<^ed  for  only  one  specification. 

8.  The  recognized  laboratory  must 
comply  with  the  Coast  Guard  require¬ 
ments  for  inspection  and  testing.  In 
effect,  therefore,  all  devices  will  have 
an  inspection  based  on  Coast  Guard 
standard.  In  addition.  Coast  Guard  in¬ 
spectors  will  make  periodic  visits  to  each 
manufacturing  plant  that  produces  an 
approved  buoysmt  device. 

In  consideration  of  the  foregoing.  Sub¬ 
chapter  Q  of  Title  46  of  the  Code  of  Fed¬ 
eral  Regulations  is  amended  as  follows: 

1.  By  amending  §  160.047-1  by  revis¬ 
ing  paragraph  (c)  and  adding  para¬ 
graph  (d)  to  read  as  follows: 

§  160.047—1  Applicable  cipocifications 
and  plans. 

•  •  *  *  * 

(c)  Copies  on  file.  The  manufacturer 
shall  keep  a  copy  of  each  specification 
and  plan  requir^  by  this  section  on  file 
together  with  the  certificate  of  approval. 
Plans  and  specifications  may  be  obtained 
as  follows: 

(1)  The  Coast  Guard  plans  and  speci¬ 
fications  may  be  obtained  from  the  Coast 
Guard  (MMT),  Room  8301,  400  Seventh 
Street  SW.,  Washington,  DC  20590  or  a 
recognized  laboratory  listed  in  !  160.047- 
6b. 

(2)  The  Federal  Specifications  and 
Standard  may  be  purchased  from  the 
Business  Service  Center,  General  Serv¬ 
ices  Administration,  Washington,  D.C. 
20407; 

(3)  The  military  specifications  may  be 
obtained  from  the  Commanding  Officer, 
Naval  Supply  Depot,  5801  Tabor  Avenue, 
Philadelphia,  PA  19120. 

(d)  Prior  approvals.  Manufacturers  of 
buoyant  vests  having  approval  numbers 
issued  before  June  25, 1972,  may  C(mtinue 
to  manufacture  the  devices  under  the 
terms  of  approval  until  November  1, 1972. 

2.  By  amending  S  160.047-3  by  revising 
paragraph  (f)  and  adding  paragraphs 
(f-l)  and  (f-2)  to  read  as  follows: 


§  160.047—3  Materials. 

•  •  •  •  • 

(f)  Tie  tapes  and  body  strap  loops. 
The  tie  tapes  and  body  strap  loops  for  an 
adult  or  child  size  buoyant  vest  specified 
by  this  subpart  must  be  %-inch  cotton 
webbing  meeting  the  requirements  in 
military  specification  MIIj-T-43566 
(Class  I)  for  Type  I  webbing. 

(f-1)  Body  straps.  The  complete  body 
strap  assembly,  including  hardware, 
must  have  a  breaking  strength  of  150 
potmds  for  an  adult  size  and  115  pounds 
for  a  child  size.  The  specifications  for  the 
webbing  are  as  follows: 

(1)  For  an  adult  size  vest,  the  web¬ 
bing  must  be  1  inch. 

(2)  For  a  child  size  vest,  the  webbing 
mub*.  be  three-fourth  inch  and  meet  the 
requirements  of  military  specification 
MILr-W-530  for  Tsqie  Ila  webbing. 

(f-2)  Reinforcing  tape.  The  reinforc¬ 
ing  tape  around  the  neck  of  a  buoyant 
vest  specified  by  this  subpart  must  be 
%-inch  cotton  tape  weighing  0.18  ounce 
or  more  per  linear  yard  and  having  a 
minimum  breaking  strength  of  120 
poimds. 

•  •  •  •  • 

3.  By  amending  §  160.047-5  by  revis¬ 
ing  paragraphs  (a),  (b),  (c),  and  (d)  to 
read  as  follows: 

§  160.047—5  Inspections  and  tests. 

(a)  General.  Manufacturers  of  listed 
and  labeled  buoyant  vests  shall — 

(1)  Maintain  quality  control  of  the 
materials  used,  the  manufacturing 
methods  and  the  finished  product  to 
meet  the  requirements  of  this  subpart 
by  conducting  sufficient  inspections  and 
tests  of  representative  samples  and  com¬ 
ponents  produced; 

(2)  Make  available  to  the  recognized 
laboratory  inspector  and  to  the  Coast 
Guard  inspector,  upon  request,  records 
of  tests  conduct^  by  the  manufacturer 
and  records  of  materials  used  dining 
production  of  the  device  including  affi¬ 
davits  from  suppliers;  and 

(3)  Permit  any  examination,  inspec¬ 
tion,  smd  test  required  by  the  recognized 
laboratory  or  the  Coast  Guard  for  a 
listed  and  labeled  device,  either  at  the 
place  of  manufacture,  or  some  other 
location. 

(b)  Lot  size  and  sampling.  (1)  A  lot 
consists  of  500  buoyant  vests  or  fewer. 

(2)  A  new  lot  begins  after  any  change 
or  modification  in  materials  used  or 
manufacturing  methods  employed; 

(3)  The  manufactiu^r  of  the  buoyant 
vests  shall  notify  the  recognized  labora¬ 
tory  when  a  lot  is  ready  for  inspection; 

(4)  Ihe  manufacturer  shall  select 
samples  in  accordance  with  the  require¬ 
ments  in  Table  160.047-5  (b)  (4)  from 
each  lot  of  buoyant  vests  to  be  tested  by 
the  inspector  in  accordance  with  para¬ 
graph  (e)  of  this  section; 

Table  160.047-5(6)  (4) — Sample  fob 


Bttotanct  Tests 

Nutpher 
of  vests 

Lot  sizs:  in  sample 

100  and  under -  1 

101  to  aoo -  a 

201  to  800 -  * 

801  to  600 _  * 


(5)  The  recognized  laboratory  must 
assign  an  inspector  to  a  plant  when  noti¬ 
fied  that  a  lot  is  ready  for  inspectibn, 
to  conduct  tests  and  inspections  on 
samples  selected  in  accordance  with 
subparagraph  (4)  of  this  paragraph. 

(6)  If  a  vest  fails  the  buoyancy  test, 
the  sample  from  the  next  succeeding  lot 
must  consist  of  10  specimen  vests  or 
more  to  be  tested  for  buoyancy  in  ac¬ 
cordance  with  paragraph  (e)  of  this 
section. 

(c)  Additional  tests.  An  inspector 
from  the  recognized  laboratory  or  the 
Coast  Guard  may  conduct  an  examina¬ 
tion.  test,  and  inspection  of  a  listed  and 
labeled  buoyant  device  that  is  obtained 
from  the  manufacturer  or  through  com¬ 
mercial  channels  to  determine  its  con¬ 
formance  to  the  applicable  requirements. 

(d)  Test  facilities.  The  manufacturer 
shall  admit  the  laboratory  inspector  and 
the  Coast  Guard  inspector  to  any  part  of 
the  premises  at  the  place  of  manufac¬ 
ture  of  a  listed  and  labeled  device  to — 

(1)  Examine,  Inspect,  or  test  a  sample 
of  a  part  or  a  material  that  is  included 
in  the  construction  of  the  device;  and 

(2)  Conduct  any  necessary  examina¬ 
tion,  inspection,  or  test  in  a  suitable 
place  and  with  appropriate  apparatus 
provided  by  the  manufacturer. 

•  •  •  •  * 

4.  By  amending  §  160.047-6  by  revis¬ 
ing  paragraph  (a)  to  read  as  follows: 

§  160.047-6  Marking. 

(a)  General.  Each  buoyant  vest  must 
be  marked  with — 

(1)  A  rectangular  cloth  tag  contain¬ 
ing  any  size  legible  lettering  and  at¬ 
tached  to  the  back  of  the  envelope  by 
stitches  along  all  edges  of  the  tag;  or 

(2)  A  marking  applied  directly  on  the 
cloth  cover  using  capital,  bold-face  type 
letters  more  than  one-eighth  inch  in 
height;  and 

(3)  The  following  information, 

plainly  printed  in  waterproof  ink: 

(1)  The  type  of  device,  the  model, 
whether  it  is  an  adult  or  child  device 
and  the  type  of  approval  as  in  the  fol¬ 
lowing  example: 

Ttpb  I  Buoyant  Vest 

MODEL _  (ADULT)  (CHILD  MEDIUM) 

(CHILD  SMALL) 

Approved  for  use  on  motorboats  of  classes 
A,  1  or  2  not  carrying  passengers  for  hire. 

(ii)  The  approval  number,  as  in  the 
following  format: 

USCQ  160.047/* . /* . /» . 

(iii)  The  lot  number,  manufacturing 
materials,  care  instructions,  and  the 
name  an(l  address  of  the  manufacturer, 
as  follows: 

Lot  No. . 

This  vest  is  filled  with  (kapok  or  buoyant 
fibroiu  glass)  sealed  in  plastic  film  pad  cov¬ 
ers.  For  maximum  durabUlty  care  should  be 
taken  to  avoid  puncturing  or  snagging  Inner 
plastic  covers.  When  vest  Is  wet,  hang  up 


*  Recognized  laboratory. 

*  Coast  Guard  assigned  manufacturM-’s 
number. 

*  Revision  number. 
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and  dry  tboroiighly.  If  pads  become  water¬ 
logged,  replace  vest. 

(Name  and  Address  of  Manufacturer.) 

•  •  •  •  • 

5.  By  adding  new  SS  160.047-6a, 
160.047-6b,  and  160.047-6c  to  follow 
S  160.047-6  to  read  as  follows: 

§  160.047-6a  Recognized  laboratory. 

To  be  designated  a  recognized  labora¬ 
tory,  the  laboratory  must  be — 

(a)  Operated  as  a  nonprofit  public 
service; 

(b)  Engaged  regularly  in  the  exami¬ 
nation,  testing,  and  evaluation  of  the 
safety  of  materials,  installations,  and 
devices  for  marine  use;  and 

(0)  Established  in  factory  inspection 
and  listing  and  labeling  by  having  an 
existing  program  and  standards  for  con¬ 
ducting,  testing,  and  labeling  buoyant 
vests  that  are  acceptable  to  the 
Commandant. 

§  160.047— 6b  Designated  recognized 
laboratory. 

Underwriters’  Laboratories,  Inc.,  Ma¬ 
rine  Department,  Tampa  East  Industrial 
Park,  2602  Tampa  Eetst  Boulevard, 
Tsunpa,  FL  33619  is  a  recognized 
laboratory. 

§  160.047— 6c  Compliance  label. 

If  a  recognized  laboratory  approves 
a  buoyant  vest,  the  device  may  carry  the 
compliance  label  of  the  recognized 
laboratory. 

6.  By  revising  §  160.047-7  to  read  as 
follows: 

§  160.047—7  Procedure  for  listing  and 
labeling. 

(a)  A  recognized  laboratory  must  in¬ 
form  each  manufacturer  that  requests 
listing  and  labeling  of  a  buoyant  vest  for 
use  on  a  vessel  of  Class  A,  1,  or  2,  not 
carrying  passengers  for  hire,  of  the 
procedures  for — 

(1)  Inspection; 

(2)  Examination; 

(3)  Tests;  and 

(4)  The  forwarding  to  the  Coast 
Guard  of  the  test  report  and  the  descrip¬ 
tion  of  the  quality  control  program  of 
the  requesting  manufacturer. 

(b)  The  cost  of  any  examination,  test, 
and  inspection  and  the  cost  of  listing  and 
labeling  must — 

(1)  Be  paid  by  the  manufacturer;  and 

(2)  Be  the  same  for  similar  services 
for  each  manufactiu'er  if  the  service  is 
similar. 

(c)  The  Coast  Guard  reviews  each 
test  report  and  quality  control  procedure 
forwarded  by  the  recognized  laboratory 
to  determine  if  the  approval  require¬ 
ments  have  been  met.  After  the  review 
is  completed,  the  Coast  Guard — 

(1)  Notifies  the  laboratory  that  the 
device  is  approved  or  disapproved  and 
and  if  approved,  listed  and  labeled;  and 

(2)  Publishes  notice  of  the  approval  in 
the  Federal  Register  and  Coast  Guard 
publication  CG-190. 

(d)  The  Commandant,  UB.  Coast 
Guard,  determines  all  matters  concern¬ 
ing  approval  requirements.  Hie  manu¬ 
facturer  or  recognized  laboratory  may  at 
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any  time  request  advice  from  the  Com¬ 
mandant  regarding  these  requirements. 

7.  By  adding  new  SS  160.047-9  and 
160.047-10  to  foUow  S  160.047-7  to  read 
as  follows; 

§  160.047—9  Termination  of  listing  and 
labeling. 

(a)  The  listing  and  labeling  as  a  Coast 
Guard  approved  buoyant  vest  may  be 
terminated,  withdrawn,  cancelled  os  sus¬ 
pended  by — 

(1)  Written  notice  to  the  recognized 
laboratory  from  the  Commandsmt;  or 

(2)  Writtm  notice  to  the  manufac¬ 
turer  from  the  recognized  laboratory  or 
the  Commandant. 

(b)  The  listing  and  labeling  as  a  Coast 
Guard  approved  buoyant  vest  may  be 
terminatkl  if — 

(1)  The  manufacturer  does  not  want 
to  retain  the  service; 

(2)  The  listed  device  is  no  longer  man¬ 
ufactured; 

(3)  The  manufacturer’s  program  does 
not  provide  continued  assurance  of  the 
quality  of  the  listed  and  labeled  device; 

(4)  The  device  no  longer  conforms  to 
applicable  requirements  of  the  Coast 
Guard  tmd  the  recognized  laboititory;  or 

(5)  The  Coast  Guard  determines  from 
the  use  of  the  device  by  the  public  or 
through  other  Information  that  it  is  in¬ 
capable  of  performing  as  a  lifesaving  de¬ 
vice  under  the  requirements  of  this 
subpart. 

§  160.047—10  PenalUez. 

A  manufacturer  that  violates  any  of 
the  approval  requirements  for  listing  and 
labeling  but  continues  to  mark  the  de¬ 
vice  as  being  U.S.  Coast  Guard  approved 
is  subject  to  the  penalties  contained  in 
14  U.S.C.  639. 

8.  By  amending  §  160.052-1  by  revis¬ 
ing  paragraph  (c)  and  adding  paragraph 
(d)  to  read  as  follows: 

§  160.052—1  Applicable  specifications 
and  plans. 

•  •  •  •  • 

(c)  Copies  on  file.  The  manufacturer 
shall  keep  a  copy  of  each  specification 
and  pl£m  required  by  this  section  on 
file  together  with  the  certificate  of  ap¬ 
proval.  Plans  and  specifications  may  be 
obtained  as  follows: 

(1)  The  Coast  Guard  plans  and  speci¬ 
fications  may  be  obtained  upon  request 
from  the  Coast  Guard  (MMT),  Room 
8301,  400  Seventh  Street  SW.,  Washing¬ 
ton,  DC  20590,  or  a  recognized  labora¬ 
tory  listed  in  9  160.052-8b. 

(2)  The  Federal  Specifications  and 
Standards  may  be  purchased  from  the 
Business  Service  Center,  General  Serv¬ 
ices,  Administration,  Washington,  D.C. 
20407. 

(3)  The  military  specification  may  be 
obtained  from  the  Commanding  Officer, 
Naval  Supply  Depot,  5801  Tabor  Avenue, 
PhUadelphia,  PA  19120. 

(d)  Prior  approvals.  Manufacturers 
of  buoyant  vests  having  approval  num¬ 
bers  issued  before  June  25,  1972,  may 
continue  to  manufacture  the  devices  un- 
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der  the  terms  of  approval  until  Novem¬ 
ber  1, 1972. 

9.  By  amending  §  160.052-3  by  revis¬ 
ing  paragraph  (d)  and  adding  para¬ 
graph  (d-1)  to  read  as  follows: 

§  160.052—3  Materials  Type  I  Vests. 

*  «  •  •  • 

(d)  Tie  tapes  and  body  strap  loops. 
The  tie  tapes  and  body  strap  loops  for 
both  adult  and  child  sizes  must  be 
%-inch  cotton  webbing  meeting  the  re¬ 
quirements  of  military  specification 
MIL-T-43566  (Class  I)  for  Type  I 
webbing. 

(d-1)  Body  straps.  The  complete 
body  strap  assembly,  including  hard¬ 
ware,  must  have  a  minimum  breaking 
strength  of  150  poimds  for  an  adult  size 
and  115  poimds  for  a  child  size.  The 
specifications  for  the  webbing  are  as 
follows: 

(1)  For  an  adult  size  vest,  the  web¬ 
bing  must  be  1  inch; 

(2)  For  a  child  size  vest,  the  webbing 
must  be  three-quarter  inch  and  meet 
the  requirements  of  military  specifica¬ 
tion  MIL-W-530  for  Type  Da  webbing. 

*  •  «  *  • 

10.  By  amending  9  160.052-4  by  revis¬ 
ing  paragraph  (b)  to  read  as  follows: 

§  160.052—5  Materials  Type  II  vests. 

•  •  •  •  • 

(b)  Cover.  A  vinyl-dip  coating  may  be 
allowed  for  the  covering  of  the  vest  in¬ 
stead  of  a  fabric  envelope  if  the  coatmg 
meets  the  requirements  m  9  160.055-5(b> 
(2)  of  this  chapter  except  there  is  no 
color  restriction. 

•  •  •  *  • 

11.  By  amending  9  160.052-7  by  re¬ 
vising  paragraphs  (a),  (b),  (c)  and  (d) 
to  read  as  follows: 

§  160.052—7  Inspections  and  tests — 
Type  I  and  Type  II  vests. 

(a)  General.  Manufacturers  of  listed 
and  labeled  buoyant  vests  shall — 

(1)  Maintain  quality  control  of  the 
materials  used,  the  manufacturing 
methods  and  workmanship,  and  the 
finished  product  to  meet  the  require¬ 
ments  of  this  subpart  by  conducting  suf¬ 
ficient  inspections  and  tests  of  repre¬ 
sentative  samples  and  components 
produced; 

(2)  Make  available  to  the  recognized 
laboratory  insE>ector  and  the  Coast 
Guard  inspector,  upon  request,  records 
of  tests  conduct^  by  the  manufacturer 
and  records  of  materials  used  during 
production  of  the  device,  including  affi¬ 
davits  by  supplier;  and 

(3)  Permit  any  examination,  in^^ec- 
tion,  and  test  required  by  the  recognized 
laboratory  or  the  Coast  Guard  for  a  pro¬ 
duced  listed  and  labeled  device,  either 
at  the  place  of  manufacture  or  some 
other  location. 

(b)  Lot  size  and  sampling.  (1)  A  lot 
consists  of  500  bouyant  vests  or  fewer. 

(2)  A  new  lot  begins  after  any 
change  or  modification  in  materials  used 
or  manufacturing  methods  employed. 

(3)  The  manufacturer  of  the  buoyant 
vests  shall  notify  the  recognized  labora¬ 
tory  when  a  lot  is  ready  for  inspection. 
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(4)  The  manufacturer  shall  select 
samples  in  accordance  wlt^  the  require¬ 
ments  m  Table  160.052-7(b)  (4)  from 
each  lot  of  buoyant  vests  to  be  tested  for 
buoyancy  in  accordance  with  psu-agraph 
(e)  of  this  section. 

Table  160.052-7(b)  (4) — Sample  pob  Buoy¬ 
ant  Vests 

f/umber  of 
vests  in 


Lot  size:  sample 

100  and  under -  1 

101  to  200 . -  2 

201  to  800 _  8 

301  to  600 - - —  4 


(5)  The  manufacturer  shall  test — 

(i)  At  least  one  vest  from  each  lot  for 
buoyancy  in  accordance  with  procedures 
contained  in  paragrai^  (e)  of  this  sec¬ 
tion;  and 

(ii)  At  least  one  vest  in  each  10  lots 
for  str^igth  of  the  body  strap  assembly 
in  accordance  with  the  procedures  con¬ 
tained  in  paragraph  (f)  of  this  section. 

(6)  If  a  vest  fails  the  buoyancy  test, 
the  sample  from  the  next  succeeding  lot 
must  consist  of  10  specimen  vests  or 
more  to  be  tested  for  buoyancy  in  ac¬ 
cordance  with  paragraph  (e)  of  this 
section. 

(7)  The  manufacturer  shall  keep  on 
file  and  make  available  to  the  laboratory 
inspector  and  Coast  Guard  inspector  the 
records  of  inspections  and  tests,  together 
with  afflvadits  concerning  the  material. 

(c)  Additional  tests.  An  inspector 
from  the  recognized  laboratory  or  Coast 
Guard  may  conduct  an  examination,  test 
and  inspe^ion  of  a  buoyant  device  that 
is  obtained  from  the  manufacturer  or 
through  commercial  channels  to  deter¬ 
mine  the  suitability  of  the  device  tor 
listing  and  labeling  or  to  determine  its 
conformance  to  applicable  requirements. 

(d)  Test  facilities.  The  manufacturer 
shall  admit  the  laboratory  inspector  and 
the  Coast  Guard  inspector  to  any  part 
of  the  premises  at  the  place  of  manu¬ 
facture  of  a  listed  and  labeled  device 
to— 

(1)  Examine,  inspect,  or  test  a  sample 
of  a  part  or  a  material  that  is  included 
in  the  construction  of  the  device;  and 

(2)  Ccmduct  any  necessary  examina¬ 
tion,  inspection,  or  test  in  a  suitable 
place  and  with  appropriate  apparatus 
provided  by  the  manufacturer. 

•  •  •  •  • 

12.  By  amending  S  160.052-8  by  revis¬ 
ing  paragraph  (a)  to  read  as  follows: 

.§  160.052-8  Marking — ^Types  I  and  II 
veats. 

(a)  General.  Each  buoyant  vest  must 
be  marked  with — 

(1)  A  rectangular  cloth  tag  containing 
any  size  legible  lettering  and  attached  to 
the  envdope  by  stitches  along  all  edges 
of  the  tag;  or 

(2)  A  marking  applied  directly  (m  the 
cloth  cover  or  vinyl-dip  skin  using  capi¬ 
tal,  b(dd-face  type  letters  more  than 
one-eighth  inch  in  height;  and 

(3)  The  following  Information  plainly 
printed  in  waterproof  ink: 


<i)  The  type  of  device,  the  model, 
whether  it  is  an  adult  or  child  device, 
and  the  type  of  approval,  as  in  the  fol¬ 
lowing  example: 

Type  (I  oe  II)  Buoyant  Vest 

BUOYANT  VEST  MODEL _ (ADULT) 

(CHILD  MEDIUM)  (CHILD  SMALL) 

Approved  tor  use  on  motorboats  of  Classes 
A,  1  or  2  not  (aarjrlng  passengers  for  hire. 

(ii)  The  compliance  marking  of  the 
recognized  laboratory  and  approval  num¬ 
ber,  as  in  the  following  format: 

USCO  ^proval  No.  160.062/' _ /* . . 

/• - 

(ill)  The  lot  number,  manufacturing 
materials,  care  instruction,  and  the  name 
and  address  of  the  manufacturer,  as 
follows: 

Lot  No. _ _ 

This  vest  U  fiUed  with  unioeUular  plastic 
foam  which  repeated  wettings  wlU  not  in¬ 
jure.  When  vest  is  wet,  hang  up  and  dry 
thoroughly. 

(Name  and  Address  of  Manufacturer.) 

•  •  •  •  • 

13.  By  adding  new  iS  160.0S2-8a, 
160.052-8b,  and  160.052-8C  to  f(^ow 
$  160.052-8  to  read  as  fcdlows: 

§  160.052— 8a  Recognized  laboratory. 

To  be  designated  a  recognized  labora¬ 
tory,  the  laboratory  must  be 

(a)  Operated  as  a  nonprofit  public 
service; 

(b)  Engaged  regularly  in  the  exami¬ 
nation,  testing  and  evaluation  of  the 
safety  of  materials,  installations,  and 
devices  for  marine  use;  and 

(c)  Established  in  fsu:tory  Inspection; 
listing  and  labeling  by  having  an  exist¬ 
ing -program  and  standards  for  evalua¬ 
tion,  listing  and  labeling  buoyant  vests 
that  are  acceptable  to  the  Commandant. 

§  160.052— 8b  Designated  recognized 
laboratory. 

Underwriters’  Laboratories,  Inc.,  Ma¬ 
rine  Department,  Tampa  E^ast  Industrial 
Park,  2602  Tampa  EUist  Boulevard, 
Tampa,  Florida  33619  is  a  recognized 
Ishoratory. 

§  160.052— 8c  Compliance  label. 

If  a  recognized  laboratory  approves 
a  buoyant  vest,  the  device  is  allowed  to 
carry  the  compliance  labd  of  the  rec¬ 
ognized  laboratory. 

14.  By  revising  S  160.052-8  to  read  as 
follows: 

§  160.052—9  Procedure  for  listing  and 
labding. 

(a)  A  recognized  laboratory  must  in¬ 
form  each  manufacturer  that  requests 
listing  and  labding  of  a  buoyant  vest 
for  use  on  a  vessel  of  Class  A,  1,  or  2  not 
canying  passengers  for  hire,  of  the  pro¬ 
cedures  for — 

(1)  Inspection; 


*  Recognized  laboratory. 

■  Ooaat  Guard  aaslgned  manufacturer’s 
number. 

•  Revision  number. 


(2)  Examination; 

(3)  Tests;  and 

(4)  The  forwarding  to  the  Coast 
Guard  of  the  test  report  and  the  descrip¬ 
tion  of  the  quality  control  program  of 
the  requesting  manufacturer. 

(b)  The  cost  of  any  examination,  test, 
and  inspection,  and  the  cost  of  listing 
and  labeling  must —  ' 

(1)  Be  paid  by  the  manufacturer;  and 

(2)  Be  the  same  for  similar  services 
for  each  manufacturer. 

(c)  The  Coast  Guard  reviews  each  test 
report  and  quality  (Mmtrol  procedures 
forwarded  by  the  recognized  labora¬ 
tory,  to  determine  if  the  approval  re¬ 
quirements  have  been  met.  After  the  re¬ 
view  is  completed,  the  Coast  Guard — 

(1)  Notifies  the  laboratory  that  the 
device  is  approved  or  disapproved  and 
if  approved,  listed  and  labeled; 

(2)  Publishes  notice  of  the  approval 
in  the  Federal  Register  and  Coast 
Guard  publication  CG-190. 

(d)  The  Commandant,  UJ3.  Coast 
Guard,  determines  all  matters  concern¬ 
ing  approval  requirements.  The  manu¬ 
facturer  or  recognized  laboratory  may  at 
any  time  request  advice  from  the  Com¬ 
mandant  regarding  these  requirements. 

15.  By  adding  new  S§  160.052-11  and 
160.052-12  to  follow  1 160.052-8  and  to 
read  as  follows: 

§160.052-11  Termination  of  listing  and 
labeling. 

(a)  The  listing  and  labeling  as  a 
C(Mtst  Guard  approved  buoyant  vest  may 
be  terminated,  withdrawn,  caneded,  or 
suspended  by — 

(1)  Written  notice  to  the  recognized 
laboratory  from  the  Commandant;  or 

(2)  Written  notice  to  the  manufac¬ 
turer  frenn  the  recognized  laboratory  or 
the  Commandant. 

(b)  The  listing  and  labeling  as  a 
Coast  Guard  approved  buoyant  vest  may 
be  terminated  if — 

(1)  The  manufacturer  does  not  want 
to  retain  the  service; 

(2)  The  listed  device  is  no  longer 
manufactured; 

(3)  The  manufacturer’s  program  does 
not  provide  continued  assurance  of  the 
quality  of  the  listed  and  labeled  device. 

(4)  The  device  no  longer  conforms  to 
current  applicable  requirements  of  the 
Coast  Guard  and  the  recognized  labo¬ 
ratory;  or 

(5)  The  Coast  Guard  determines  from 
the  use  of  the  device  by  the  public  or 
through  other  informatiem  that  it  is  in¬ 
capable  of  performing  as  a  lifesaving 
device  under  the  requirements  of  this 
subpert. 

§  160.052-12  PcnalUes. 

(a)  A  manufacturer  that  violates  any 
of  approval  requirements  for  listing  and 
labeling  but  continues  to  mark  the  device 
as  being  UB.  Coast  Guard  approved  is 
subject  to  the  penalties  contained  in  14 
UB.C.  639. 

16.  By  amending  §  160.060-1  by  revis¬ 
ing  paragraph  (c)  (1)  and  adding  para¬ 
graph  (d)  to  read  as  follows: 
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§  160.060-1  Applicable  specifications 
and  plans.  , 

•  •  •  •'  • 

(c)  •  •  • 

( 1 )  The  Coast  Guard  plans  and  speci¬ 
fications  may  be  obtained  upon  request 
from  the  Coast  Guard  (MMT),  Boom 
8301.  400  Seventh  Street  SW..  Washing¬ 
ton,  DC  20590  or  a  recognized  laboratory 
listed  in  §  160.060-8b. 

•  •  •  0  • 

(d)  Prior  approvals.  Manufacturers 
of  buoyant  srests  having  approval  num¬ 
bers  issued  before  June  25,  1972,  may 
continue  to  manufacture  the  devices 
under  the  terms  of  that  approval  until 
November  1,  1972. 

17.  By  amending  §  160.060-3  by  re¬ 
vising  paragraph  (d)  and  adding  para¬ 
graph  (d-1)  to  read  as  follows: 

§  160.060—3  Materials — Type  I  vests. 

•  •  •  •  * 

(d)  Tie  tapes  and  body  strap  loops. 
The  tie  tapes  and  body  strap  loops  for 
both  adult  and  child  sizes  must  be 
%-inch  cotton  webbing  meeting  the  re¬ 
quirements  of  military  specification 
MIL-T-43566  (Class  I)  for  Type  I 
webbing. 

(d-1)  Body  straps.  The  complete  body 
strap  assembly  including  hardware,  must 
have  a  minimiun  breaking  strmgth  of 
150  pounds  for  an  adult  size  and  115 
pounds  for  a  child  size.  The  specifica¬ 
tions  for  the  webbing  are  as  follows: 

(1)  For  an  adult  size  vest,  the  web¬ 
bing  must  be  1  inch. 

(2)  For  a  child  size  vest,  the  webbing 
must  be  three-quarter  inch  and  meet 
military  specification  MIL-W-530  for 
Type  Ila  webbing. 

•  •  •  •  • 

18.  By  amending  §  160.060-7  by  re¬ 
vising  paragraphs  (a),  (b),  (c),  and  (d) 
to  read  as  follows: 

§  160.060—7  Inspections  and  tests — 
Types  I  and  II  vests. 

(a)  General.  Manufacturers  of  listed 
and  labeled  buoyant  vests  shall — 

(1)  Maintain  quality  control  of  the 
materials  used,  the  manufacturing 
methods,  and  the  finished  product  to 
meet  the  applicable  requiremaits  of  this 
subpart  by  conducting  sufficient  inspec¬ 
tions  and  tests  of  representative  samples 
and  components  produced: 

(2)  Make  available  to  Uie  recognized 
laboratory  inspector  and  the  Coast 
Guard  inspector,  upon  request,  records 
of  tests  conduct^  by  the  manufacturer 
and  records  of  materials  used  during 
production  of  the  device,  including  afla- 
davlts  by  suppliers;  and 

(3)  Permit  any  examination,  inspec¬ 
tion  and  test  required  by  the  recognized 
laboratory  or  the  Coast  Guard  for  a  pro¬ 
duced  listed  and  labeled  device,  either 
at  the  place  of  manufacture  or  some 
other  location. 

(b)  Lot  size  and  sampling.  (DA  lot 
shall  consist  of  500  buoyant  vests  «r 
fewer; 

(2)  A  new  lot  begins  after  any  change 
or  modification  in  materials  used  or 
maniifacturlng  methods  employed; 


(3)  The  manufacturer  of  the  buoyant 
vests  shall  notify  the  recognized  labora¬ 
tory  when  a  lot  is  ready  for  Inspection; 

(4)  The  manufacturer  shall  select 
samples  in  accordance  with  the  require¬ 
ments  in  Table  160.060-7(b)  (4)  from 
each  lot  of  buoyant  vests  to  be  tested 
for  buoyancy  in  accordance  with  para¬ 
graph  (e)  of  this  section. 

Table  160.060-7(b)  (4) — Sample  fob 
Buotanct  Tests 

Number  o/ 

Lot  size :  vests  in  sample 


100  and  under _  1 

101  to  200 .  2 

201  to  300 _ 3 

301  to  600 . 4 


(5)  If  a  sample  vest  fails  the  buoy¬ 
ancy  test,  the  sample  from  the  next 
succeeding  lot  must  consist  of  10  speci¬ 
men  vests  or  more  to  be  tested  for  buoy¬ 
ancy  in  accordance  with  paragraph  (e) 
of  this  section. 

(c)  Additional  tests.  An  inspector 
from  the  recognized  laboratory  or  Coast 
Guard  may  conduct  an  examination,  test 
and  inspection  of  a  buoyant  device  that 
is  obtained  from  the  manufacturer  or 
through  commercial  channels  to  deter¬ 
mine  the  suitability  of  the  device  for 
listing  and  labeling,  or  to  determine  its 
conformance  to  applicable  requirements. 

(d)  Test  facilities.  The  manufacturer 
shall  admit  the  laboratory  inspector  and 
the  Coast  Guard  inspector  to  any  part  of 
the  premises  at  the  place  of  manufac¬ 
ture  of  a  listed  and  labeled  device  to — 

(1)  Examine,  inspect,  or  test  a  sample 
of  a  part  or  a  material  that  is  included 
in  the  construction  of  the  device;  and 

(2)  Conduct  any  examination,  inspec¬ 
tion,  or  test  in  a  suitable  place  and  with 
appropriate  apparatus  provided  by  the 
manufacturer. 

«  *  «  *  • 

19.  By  amending  §  160.060-8  by  revis¬ 
ing  paragraph  (a)  to  read  as  follows; 

§  160.060-8  Marking — ^Types  I  and  II 
vests. 

(a)  General.  Each  buoyant  vest  must 
be  marked  with — 

(1)  A  rectangular  cloth  tag  contain¬ 
ing  any  size  legible  lettering  and  at¬ 
tached  to  the  envelope  by  stitches  altmg 
all  edges  of  the  tag;  or 

(2)  The  marking  applied  directly  on 
the  cloth  cover  using  capital,  bold  face 
type  letters  more  than  one-eighth  inch 
in  height;  and 

(3)  The  following  information  plainly 
printed  in  waterproof  ink: 

(i)  The  type  of  device,  the  model, 
whether  it  is  an  adult  or  child  device,  and 
the  type  of  approval  as  in  the  following 
example: 

Type  (I  or  II)  Buoyant  Vest 

BUOYANT  VEST  MODEL _ 

(adult)  (child  medium)  (child  small) 

Approv^  for  use  on  motorboats  of  Classes 
A,  1  or  2  not  carrying  passengers  for  hire. 

(ii)  The  compliance  marking  of  the 
recognized  laboratory  and  approval 
number,  as  in  the  following  example: 


USCO  Approval  No.  160.060/' . /* . . 

/• . 

(ill)  The  lot  number,  manufacturing 
materials,  care  instructions,  and  the 
name  and  address  of  the  manufacturer 
as  follows: 

Lot  No. _ _ 

This  vest  is  filled  with  unicellular  poly¬ 
ethylene  foam,  which  repeated  wettings  wiU 
not  injure.  When  vest  is  wet,  hang  up  and 
dry  thoroughly. 

(Name  and  Address  of  Manufacturer.) 

•  •  «  •  • 

§  160.()6(>— 8a  Recognized  laboratory. 

To  be  designated  a  recognized  labora¬ 
tory,  the  laboratory  must  be — 

(a)  Operated  as  a  nonprofit  public 
service: 

(b)  Engaged  regularly  in  the  exami¬ 
nation,  testing,  and  evaluation  of  safety 
of  materials,  installations,  and  devices 
for  marine  use;  and 

(c)  Established  in  factory  inspection, 
listing  and  labeling  by  having  an  existing 
program  and  standards  for  evaluating, 
listing  and  labeling  buoyant  vests  that 
are  acceptable  to  the  Commandant. 

§  160.060—86  Designated  recognized 

laboratory. 

Underwriter’s  Laboratories,  Inc.,  Ma¬ 
rine  Department,  Tampa  East  Industrial 
Park,  2602  Tampa  East  Boulevard, 
Tampa,  FL  33619  is  a  recognized  labora¬ 
tory. 

§  160.060— 8c  Compliance  label. 

If  a  recognized  laboratory  approves  a 
buoyant  vest,  the  device  is  allowed  to 
carry  the  label  of  the  recognized  labora¬ 
tory, 

21.  By  revising  §  160.060-9  to  read  as 
follows: 

§  160.060—9  Procedure  for  listing  and 
labeling. 

(a)  A  recognized  laboratory  must  in¬ 
form  each  manufacturer  that  requests 
listing  and  labeling  of  a  buoyant  vest  for 
use  on  a  vessel  of  Class  A,  1.  or  2  not 
canying  passengrers  for  hire,  of  the  pro¬ 
cedures  for — 

(1)  Inspection; 

(2)  Examination; 

(3)  Tests;  and 

(4)  The  forwarding  to  t^e  Coast 
Guard  of  the  test  report  and  the  descrip¬ 
tion  of  the  quality  control  program  of 
the  requesting  manufacturer. 

(b)  The  cost  of  any  examination,  test, 
and  inspection,  and  the  cost  of  listing 
and  labeling  must — 

(1)  Be  paid  by  the  manufacturer;  and 

(2)  Be  the  same  for  similar  services 
for  each  manufacturer. 

(c)  The  Coast  Guard  reviews  each 
test  report  and  quality  control  procedure 
forwarded  by  the  recognized  laboratory 
to  determine  if  the  approval  require¬ 
ments  have  been  met.  After  the  review 
is  completed,  the  Coast  Guard — 


'Recognized  laboratory. 

*  Coast  Guard  assigned  manufacturer’s 
number. 

'Revision  number. 
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